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PART III 
Stores Purchase 


Agriculture Development and Farmers 

Cost of e -tender ( online submission ) — 1 ,400 + 
Welfare Department 

G .S .T. @ 5 % ( 70 ) { 1,470 ). 

Document sale start date — 13- 12 -2019. 
e - TENDER NOTICE 

Document sale end date — 3 - 1-2020 . 
No. CES12 / 2017 /e - Tender/Dried Coffee Beans. 

13th December 2019 . 

Bid submission start date — 13-12 -2019 . 
e - Tenders in single cover system are invited from 

Last date and time of receipt of e - tender 

3 -1- 2020 , 5 p . m . 
competent bidders for the sale of 13726 Kg. of Dried 
Coffee Beans and 212 Kg. of Perukku Coffee Beans at Date and time of opening of e- tender — 6 - 1- 2020 , 
Cheengeri Extension Scheme, Ambalavayal, Wayanad . 

11 a. m . 
The tender is to be submitted as e - tenders through 

Date up to which the rates are to remain firm for 
https://etenders.kerala . gov.in . Since this is an e -tender, acceptance — 29 - 2 - 2020 . 
only those bidders who have enrolled in the above portal 

Security Deposit — 5 % of the total contract amount 
with their own Digital Signature Certificate (DSC ) can 

inclusive of E . M . D . 
participate in the tender. e - Tender document and other 

The bidder desiring to take part in the bid shall log 
details can be obtained from the above e -portal. 

into https ://etenders.kerala . gov.in . and then select tender 
Tender ID — 2019 _ AGRI_ 329348 _ 1. 

and initiate payment . Bidders will be directed to the 
Tender No. with PAC — CES06 /2019 /e - Tender/Dried 

payment gateway page of the State Bank of India . 

There are two options — ( 1 ) State Bank of India ( SBI 
Coffee Beans — 9 .19060 lakhs. 

Net banking payment) and (2 ) Payment through NEFT 
E .M .D . — 2.5 % of PAC in online payment. 

from other banks to the payment gateway of SBI. 
Gaz. No. 52/2019 /DTP (Stores Purchase ). 
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The decision of The Principal Agricultural Officer, 
- Wayanad , Kalpetta, Pin - 673 121 will be final for the award 

of the contract. 


The right of acceptance or rejection of e -tender 
without assigning any reason is solemnly vested with 
The Principal Agricultural Officer, Wayanad, Kalpetta, 
Pin - 673 121 . 


For obtaining Digital Signature Certificate (DSC ) and 
necessary portal enrolment bidders can visit the website 
https://etenders.kerala .gov.in . 

Tenders will be opened in the online presence of 
such bidders or their authorized representatives who have 
logged in at the prescribed time of opening technical & 
financial bids. If the date fixed for opening happens to be 
a holiday /due to net failure the tenders will be opened in 
the next working day , at the same time. 

The price of the e -tender form shall be received only 
through online payment - SBI/NEFT from other banks. 

Scanned copy of the agreement in the prescribed 
format in Kerala Stamp Paper worth ൽ 200 should be 
submitted online and original to the undersigned before 
the opening of the e -tender. - 

The cost should be quoted in Indian currency only. 

Details with respect to the e - tender and the 
details of specifications of the items to be 
purchased can be obtained from the e - tender 
website https://etenders.kerala. gov.in . 


The rules and regulations prescribed for e -tenders by 
the Government of Kerala shall be applicable to this 
e -tender also . 


Any legal disputes that may arise in relation to the 
e -tender formalities will be restricted to the jurisdiction of 
Wayanad District Court. Communications are to be 
addressed to Senior Agricultural Officer , Cheengeri 
Extension Scheme, Ambalavayal P. O ., Wayanad District, 
Pin -673 593 . 


Cheengeri Extension Scheme, 
Ambalavayal. 


(Sd.) 
Senior Agricultural Officer. 


Ayurveda Medical Education Department 


ദർഘാസ് പരസ്യം 


[ നമ്പർ 22/ 2019 - 20) 


നമ്പർ S1- 3986/ 2019 / AVC. 


2019 ഡിസംബർ 13 . 


- തിരുവനന്തപുരം ഗവൺമെന്റ് ആയൂർവേദ കോളേജിലെ വിവിധ വകുപ്പുകളിലേക്കാവശ്യമായ ലാബ് ഉപകരണങ്ങൾ 
വിതരണം ചെയ്യാൻ തയ്യാറുള്ളവരിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

ഓരോ ദർഘാസുകളും ഗവ . ആയുർവേദ കോളേജ് പ്രിൻസിപ്പാളിന്റെ മേൽവിലാസത്തിൽ പ്രത്യേകം കവറിലാക്കി സീൽ 
ചെയ്ത് കവറിന് പുറത്ത് “ തിരുവനന്തപുരം ഗവൺമെന്റ് ആയൂർവേദ കോളേജിലെ വിവിധ വകുപ്പുകളിലേക്കാവശ്യമായ ലാബ് 
ഉപക ര ണ ങ്ങൾ വിതരണം ചെയ്യു ന്ന തി നുള്ള ടെണ്ടർ എന്ന് രേഖപ്പെടുത്തി 10 - 1 - 2020 ഉച്ചയ്ക്കുശേഷം 3 മണിവരെ 
സമർപ്പിക്കാവുന്ന താ ണ് . 10 - 1 - 2020- ന് ഉച്ചയ്ക്ക് ശേഷം 3 . 30 മണിക്ക് ദർ ഘാ സു കൾ നിയ മാ നു സ രണം തുറ ക്കു ന്ന 
താ യി രിക്കും. യാതൊരുകാരണ വശാലും ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്ത താകുന്നു . ദർഘാസ് 
ഫോറ ങ്ങ ളുടെ വിൽപ്പന 9 - 1 - 2 0 2 0 ഉച്ചയ് ക്ക് 3 മണിക്ക് അ വ സാ നി ക്കു ന്ന താണ്. ഫോറ ങ്ങ ൾ തപാൽമാർഗ്ഗം 
ആവശ്യമുള്ളവർ ദർഘാസ് ഫോറത്തിന്റെ വിലയേക്കാൾ ? 50 കൂടുതൽ മണിയോർഡർ ആയി അയയ്ക്കേണ്ടതാകുന്നു . 
ദർഘാസിൽ രേഖപ്പെടുത്തിയിരിക്കുന്ന വില നിരക്കുകൾ ദർഘാസ് അംഗീകരിച്ച് നൽകുന്ന തീയതി മുതൽ ഒരു വർഷം വരെയുള്ള 
കാലയളവിനുള്ളിൽ മാറ്റം വരുത്താൻ പാടില്ലാത്തതാകുന്നു . ഒരു ദർഘാസിന്റെ വില ? 1,500 ആണ് [ ടെൻഡർ ഫോറം 
വാങ്ങുന്നതിനായി ? 180 (SGST-90 & CGST- 90 )- ന്റെ ഒറിജിനൽ ജി . എസ്. ടി. ചെലാൻ ഹാജരാക്കേണ്ടതാണ്. 


ഡ്യൂപ്ലിക്കേറ്റ് ഫോറത്തിന്റെ വില - 750. 


അടങ്കൽ തുക - ൽ 4, 50,000. 


പൂരിപ്പിച്ച ദർഘാസ് ഫോറത്തിനോടൊപ്പം രേഖപ്പെടുത്തിയ തുകയുടെ 1 % തുക ( ഏറ്റവും കുറഞ്ഞ തുക ? 1, 500) 
നിരതദ്രവ്യമായി തിരുവനന്തപുരം സർക്കാർ ആയൂർവേദ കോളേജ് പ്രിൻസിപ്പാളിന്റെ പേരിൽ എടുത്ത ഡിമാന്റ് ഡാം 
? 200- ന്റെ കേരള സംസ്ഥാന മുദ്രപ്പത്രത്തിൽ രേഖപ്പെടുത്തിയ ഒരു പ്രിലിമിനറി എഗ്രിമെന്റും ഹാജരാക്കേണ്ടതാണ്. ഏതൊരു 
ടെണ്ടറും കാരണം കാണിക്കാതെ നിര സി ക്കാനോ മാറ്റി വയ്ക്കാനോ ഉള്ള അധികാരം തിരു വ ന ന്ത പുരം സർക്കാർ 
ആയൂർവേദ കോളേജ് പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമായിരിക്കും. ഏതെങ്കിലും കാരണത്താൽ 10 - 1- 2020 - ന് സർക്കാർ അവധി 
പ്രഖ്യാപിക്കുകയാണെങ്കിൽ അടുത്ത പ്രവൃത്തി ദിവസം അതേ സമയം ദർഘാസുകൾ തുറക്കുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
പ്രവൃത്തിദിനങ്ങളിൽ കോളേജ് ഓഫീസിൽ നിന്ന് അറിയാവുന്നതാണ്. 
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[No . 22/2019 -20 ] 


No. S1-3986 /2019 /AVC . 


13th December 2019 . 


Sealed competitive tenders are invited for the supply of Lab Equipments for College Department, Government 
Ayurveda College , Thiruvananthapuram respectively for the year 2019 - 20 . 

The envelopes containing the tender should bear the superscription “ Supply of Lab Equipments for College 
Department, Government Ayurveda College , Thiruvananthapuram for the year 2019 - 20 ” and addressed to the Principal, 
Government Ayurveda College, Thiruvananthapuram . The last date of the receipt of tenders will be at 3 p . m . on 10 -1 - 2020 . 
The late tenders will not be accepted . The tenders will be opened at 3 . 30 p . m . on 10 - 1- 2020 in the presence of 
tenderers or their authorized representatives who may be present at that time. 

Intending tenderers may on application to the Principal, Government Ayurveda College , Thiruvananthapuram to 
obtain the requisite tender forms on which tenders should be submitted . Application for the tender forms should be 
accompanied by cash remittance of 1,500 [Original GST Chalan for 180 (SGST- 90 & CGST-90 ) should be submitted for 
obtaining tender form ], which is the price fixed for a form and which is not refundable under any circumstances. Tender 
forms are not transferable . Sale of tender forms will be closed at 3 p . m . on 9 - 1- 2020 . Cheque , Postage Stamps etc . will 
not be accepted towards the cost of forms. Those who wish to purchase tender forms by post shall send an additional 
amount of 50 by money order to cover postal charges . Duplicate tender forms, if required will be issued at 750 . 

Estimate Cost — 4 ,50,000 . 

Intending tenderers should submit an amount of 1 % of the quoted amount as Earnest Money Deposit (Minimum 
* 1,500 ) by Demand Draft in favour of the Principal, Government Ayurveda College, Thiruvananthapuram together with an 
agreement in Kerala Stamp Paper worth 200. The rate quoted shall remain firm for acceptance till one year from the date 
of acceptance . The Principal, Govt. Ayurveda College , Thiruvananthapuram will have powers to postpone /cancel the 
tender . If Government declare 10 - 1- 2020 as a public holiday, the tender will be opened at the same time on next working 
day. Further details can be had from the office during office time. 


SI . 


No. 


Specifications 


Name of 
Equipment 

(2 ) 


Quantity 
Required 


(1) 


(3 ) 


1 


Motorized Khalwa Yantra 


1 No . 


2 


1 No. 


Vertical Electrical 
Muffle Furnace 
(Kupipakwa Rasayana ) 
Computerised Spiro meter 
with Laptop 


1 No . 


Automatic mortar and pestle with England Milton Brook 
mortar -pestle and with powerful gear motor ( 140 watt ) 
consumption only . Applications : Automatic mortar and 
pestle is used to grind up solid chemicals & herbs into 
fine powder. ( 1) Medicines ( 2 ) Food Preparation 
(3) Crushing herbs (4 ) Husking and dehulling 
Box type 
Top opening (single/multiple ) up to 900 degree Celsius 
temperature 
Spirometer: — Portable, having access to computer & printer 
resources, should accept patient identification data ; test 
results must be available for storage & recall . Computer 
microprocessor must have a digital sensor compatible with 
volume displacement spirometer, should have 100 numbers 
of disposable mouth pieces supplied along with each 
instrument. Should have safety certificate from a competent 
authority . 
Laptop : - i5 microprocessor, 1 TB HDD , 4GB RAM , LED 
display , 15 " or more, licensed OS with laser printer and all 
standard accessories. 
Metal drum 6L capacity with metallic pulley model for 
student practicals 
Suitable for Olympus microscopes 


4 


Spiro meter 


5 Nos. 


10 Nos. 


Oil immersion 
objective 


447 


1478 


KERALA GAZETTE 


[PART III 


(1) 


(3 ) 


6 


pH Comparator 
with color disc 


7 


1 No . 


Digital Automatic 
Polarimeter 


Comparator system 2000, 
Main comparator unit supplied with 2 Nos . plastic cells 
with cap . Color disc — fade free glass standards resistant 
to chemicals , scratch proof comply with international 
standards like ISO7393 /2 
Measurement range — + _ 45 
Measurement accuracy - + _ 0 . 02 
(- 15 optical rotation + _ 0 .05 
(optical rotation Minimum indicating value — 0 .002 
Repeatability — 0 .01 
Display – LCD 
Monochromatic Light Source (LED ) — 589 .44nm 
Length of Test tube — (100mm x 200mm ) 
Gross weight— 32 Kg. 
Dia . 20 cm , Cap 2L , 1500 walts, Cat No . RCW -01 


3 Nos. 


Cylindrical water bath 
with Concentric rings 
Heating Mantle with 
Energy Regulator Cap 
UV Chamber 


1 No. 
1 No. 
1 No . 


10 


1L , Cat No. RHM3 
2L , Cat No. RHM4 
Long and Short UV 25u and 365 wave length 
(UV Inspection cabinet) 
Cat No. RUVIC -02 
Cabinet with dual UV light Short wave 
254nm and long wave 365 nm and one 
Fluorescent Lamb 
Internal Dimension 35 x 35 x 35 , Walts — 1000 , 
Cap 45Lts, Inner Chamber SS , Cat No. RHO14 


11 


Hot Air Oven 


1 No . 


Office of the Principal, 
Govt. Ayurveda College , 
Thiruvananthapuram . 


(Sd .) 
Principal. 


SHORT TENDER NOTICE 

[No. 2/2019 - 20 ] 
No. C1- 3009 /2018 / AVCH . 

3rd December 2019 . 
Sealed competitive tenders are invited for the 
“ Painting and written Ayurveda Messages in Compound 
Wall, Government Ayurveda College Hospital , 
Thiruvananthapuram near Kunnumpuram Road . 

The envelopes containing the tender should bear the 
superscription “ Plastering, Painting and Written 
Ayurveda Messages in Compound Wall, Government 
Ayurveda College Hospital, Thiruvananthapuram ” 
addressed to the Superintendent, Government Ayurveda 
College Hospital, Thiruvananthapuram . The last date of 
the receipt of tenders will be at 3 p . m . on 3 - 1- 2020 in the 
presence of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
Superintendent, Government Ayurveda College Hosptital , 
Thiruvananthapuram to obtain the requisite tender forms 
on which tenders should be submitted . Application for 
the tender forms should be accompanied by cash 
remittance of 1, 200 [Original GST Chalan for 144 
(SGST * 72 + and CGST * 72 ] should be submitted for 


obtaining tender form , which is the price fixed for a form 
and which is not refundable under any circumstances. 
Tender forms are not transferable . Sale of tender forms 
will be closed at 3 p . m . on 1 - 1- 2020 . Cheque , Postage 
Stamps etc . will not be accepted towards the cost of 
forms. Those who wish to purchase tender forms by post 
shall send an additional amount of 50 by money order 
to cover postal charges. Duplicate tender forms, if 
required will be issued at 672 . 

Intending tenderers should submit an amount of 1 % 
of the quoted amount as Earnest Money Deposit 
(Minimum 1, 500 ) by Demand Draft in favour of the 
Superintendent, Government Ayurveda College Hosptital, 
Thiruvananthapuram together with an agreement in 
Kerala Stamp Paper worth 200 . The rate quoted shall 
remain firms for acceptance till one year from the date of 
acceptance . The Superintendent, Government Ayurveda 
College Hosptital, Thiruvananthapuram will have powers 
to postpone/ cancel the tender. If Government declares 
3 - 1 - 2020 as a public holiday, the tender will be opened at 
the same time on next working day. Further details can be 
had from the office during office time. 


Govt. Ayurveda College Hospital, 
Thiruvananthapuram . 


(Sd .) 
Superintendent. 
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ദർഘാസ് പരസ്യം 


നമ്പർ 640 /2019. 


2019 ഡിസംബർ 17 . 


2019 - 20 വാർഷിക പദ്ധതിയിൽ ഉൾപ്പെടുത്തി സംസ്ഥാനത്തെ എൻ. എസ്. ക്യൂ . എഫ്. കോഴ്സ് അനുവദിച്ച സ്കൂളുകളിൽ 
വൊക്കേഷണൽ ലാബുകൾ നവീകരിക്കുന്നതിന്റെ ഭാഗമായി കൊല്ലം പേരൂർ മീനാക്ഷി വിലാസം വൊക്കേഷണൽ ഹയർ 
സെക്കന്ററി സ്കൂളിലെ ഓട്ടോ സർവീസ് ടെക്നീഷ്യൻ കോഴ്സിനുവേണ്ടിലാബ് ഉപകരണങ്ങൾ വാങ്ങുന്നതിന് അംഗീകൃത 
വിതരണക്കാരിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


തുക ? 1,50,000. 


ദർഘാസ് നമ്പർ- 01/ 2019 -2020. 


ദർഘാസ് ഫോറത്തിന്റെ വില ? 500. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും സമയവും - 9 - 1- 2020, 3 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും 10 - 1- 2020, 3 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 13 - 1- 2020, 11 മണി. 


ദർഘാസുകൾ ടെണ്ടർ നമ്പർ രേഖപ്പെടുത്തി പ്രിൻസിപ്പാൾ, മീനാക്ഷി വിലാസം ഗവ . വൊക്കേഷണൽ ഹയർ സെക്കന്ററി 
സ്കൂൾ, പേരൂർ, റ്റി . കെ . എം . സി . ( പി . ഒ.), കൊല്ലം, പിൻ - 691 005 എന്ന വിലാസത്തിൽ നിശ്ചിത തീയതിക്ക് മുമ്പായി 
സമർപ്പിക്കേണ്ടതാണ്. അവസാന തീയതിയും സമയവും കഴിഞ്ഞു ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ഒരു 
കാരണവശാലും ദർഘാസിന്റെ വില മടക്കി നൽകുന്നതല്ല . ദർഘാസിൽ രേഖപ്പെടുത്തിയിട്ടുള്ള വിലയുടെ 2.5 ശതമാനം വരുന്ന 
തുക പ്രിൻസിപ്പാൾ, മീനാക്ഷി വിലാസം ഗവ . വൊക്കേഷണൽ ഹയർ സെക്കന്ററി സ്കൂൾ, പേരൂർ, കൊല്ലം എന്ന പേരിലെടുത്ത 
ഡിമാന്റ് ഡാഫ്റ്റ് നിര ത ദ വ്യ മായി അടക്കം ചെയ്ത്തി രിക്ക ണം . നിര തദവ്യം അടക്കം ചെയ്യാത്ത ദർഘാ സു കൾ 
അസാധുവാക്കുന്നതാണ്. തക്കതായ കാരണംഉണ്ടെങ്കിൽ ദർഘാസുകൾ നിരസിക്കുവാനുള്ള അവകാശം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്ത മാ ണ് . കൂടു തൽ വിവ ര ങ്ങ ൾ പവൃ ത്തി ദിവ സ ങ്ങ ളിൽ ഈ ഓഫീസിൽ നിന്നും അറി യാ വു ന്ന താ ണ് . 
( ഫോൺ നമ്പർ-9895372696). 


- E Mail- meenakshivilasam @ gmail.com 


No. 640/2019. 

17th December 2019 . 
Sealed tenders are invited for the supply of equipments for Auto Service Technician Course of Meenakshivilasam Govt. 
Vocational Higher Secondary School, Peroor , Kollam ( 902018 ) as detailed below . 


Tender No . - 1/ 2019- 2020 . 


Amount Y 1,50,000 . 


Cost of tender form — 


500 . 


Last date and time of sale of tender form — 9 -1 -2020 , 3 p . m . 


Last date and time of receipt of tender - 10 -1 - 2020, 3 p . m . 


Date and time of opening of tender - 13 - 1 - 2020, 11 a. m . 


Tender No. and date should be superscribed to each envelop and should be addressed to " The Principal , M V Govt. VHSS, 
Peroor, TKMC P. O ., Kollam , Pin -691 005. Late tenders will not be accepted . Cost of tender form should not be returned under any 
circumstances. Tender should be accompanied by Earnest Money Deposit in the form of Demand Draft drawn in favour of 
“ The Principal , M V Govt. VHSS Peroor, TKMC P. O ., Kollam ” which should be 2.5 % of the project cost. The undersigned has the 
right to reject any offer without assigning reason thereof. More details can be had from the office on working days. 


Gaz . No. 52 /2019 /DTP ( Stores Purchase ) . 
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DETAILS OF EQUIPMENTS 


Unit 


SI. 
No. 
1 


Quantity 
required 


Set 


01.5,25 % 125mp 
plier et combibend 
hammer 


2 


Set 


1 


3 


Nos. 


No . 


5 


No 
Nos. 


7 


Name of Item 

Specification 
Service Technician Tool Kit Allen Key set — 1.5 - 10mm , Double open spanner 

set 6 to 32, Ring Spanner set 6 to 32 , Pin Punch 
set 1.5 , 2.5 , 3 , 4mm , Screw driver set size Flat 
blade 6 .5 x 125mm ; 8 x 150mm , 1x 80mm , 
2 x 100mm Insulator Plier set, 7 " Side Cutting 
Plier, 7 " Long Nose Plier, 8 " Combination Plier, 
Circlip Plier set, 6 " Bend external, Bend internal, 
Straight external , Straight internal, Ball peen hammer 
Head weight 650 to 700 gms, Chisel 1" blade 
width , 10 " overall length , Cat bar 16 ", 12 " Hacksaw 
frame with blade, 1/2" Socket & Accessories size 8 
to 32mm , normal socket 10 to 22 , deep socket, 
ratchet handle , Sliding T bar, L handle , Universal 
joints , extension bars 5 " and 10 ", Spark plug 
socket 16mm and 20mm , Feeler gauge 20 leaves 
150mm , 10 " adjustable wrench , 10 " water pump plier, 

10 " locking plier 
Drive Socket Set 

6 -32 " , 32 ( 13 piece with Ratchet, sliding T head 

and Extension rod ) 
Liver Type Grease Gun 

120 gms, 4 " extension (hand operated ) 
Three Leg Puller 

4 " , 8" length 
Single - Arm Torque Wrench 1 -7mkg, 3 -14mkg and 5- 23mkg 
Cross Wheel Spanner 

(17 ~ 18 - 19 x 21 mm ) 
Vernier Calipers 

0 -6 " or 0 - 150mm Manual or Digital with 

Accuracy 0 .001" 
Micrometer 

(Size : 0 to 25mm ) 
Multimeter 

Amp : 200 micro amp to 10 amp, 200 Ohm to 
2000 K Ohm , 200 mV to 1000 V DC and 

200mV to 750 V AC with accuracy 0 .01mm 
Tyre Pressure Gauge 

Upto 50 psi 
Steel Rule 
Filter Adjustable Remover Chain Type Adjustable 
Hydraulic Jack 

3 Ton Trolly Type 
Hydraulic Jack 

3 Ton bottle type 
Battery Charger 

12V , 7 amp charging capacity, 7 AH to 220AH 
Neon Timing Light 

With electrical display 
Powder-Based Fire Extinguisher Class ABC , 500 gms 
Vehicle Safety Stand 

2 Tonne 
Piston Ring Compressor 53mm to 175 mm diameter adjustable with allen key 
Piston Ring Expander 

2 to 5 " 
Piston Ring Groove Cleaner 1.5 , 1.75,2mm including 2 cutter wheels 
Compression Gauge 

For diesel engine 0 to 70 bar/0 to psi, gauge 

2 - 0 .5 inch diameter 
Stud Remover 

M3 to M8 


Nos. 


8 
9 


Nos. 
Nos. 


12 " 


No . 
Nos . 
No. 


No. 


10 
11 
12 
13 
14 
15 
16 
17 
18 


No . 
No. 
Nos. 
Nos. 
Nos. 
Nos. 
Nos. 


No . 


22 


Nos . 


23 


Nos. 


M . V .G . V . H . S . S . Peroor , 
Kollam -5 . 
Telephone No . 9895372696 . 


(Sd .) 
Principal. 
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Health Services Department 

ദർഘാസ് പരസ്യം 


Irrigation Department 

E - TENDER NOTICES 


(1) 


| No , CE ( MECH )/ T /22 /2019 - 20 . 


10th December 2019 . 


നമ്പർ എ3- 8860/ 2017 / സീ. കു . ആ . 2019 ഡിസംബർ 11. 

തിരുവനന്തപുരം തൈക്കാട് സ്ത്രീകളുടെയും കുട്ടികളുടെയും 
ആശുപത്രിയിലേക്ക് 2019 - 20 സാമ്പത്തിക വർഷത്തിലേക്ക് 
ഉദ്ദേശം അടങ്കൽതുക ? 4.5 -ലക്ഷം- ന് താഴെപ്പറയുന്ന സാധനം 
വിത രണം ചെയ്യു ന്ന തിന് താല് പ ര്യമുള്ള അംഗീക ത 
സ്ഥാപനങ്ങളിൽ നിന്ന് മൽസര സ്വഭാവമുള്ള ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 


തേക്ക് തടികൊണ്ടുള്ള സൂൾ - 203 എണ്ണം (45 x 45 x 45 
സെന്റി മീറ്റർ). 


The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e -tender from the original manufacturer or 
their authorized dealers for the " Supply of 50HP HCL and 
75HP gear pump for KMML . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e - tenders through http ://etenders.kerala. gov.in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender . e - Tender 
document and other details can be obtained from the 
above portal. 

| Cost of tender documents x 2,500 + 18 % as GST 
( Total 3 3,000 ). 

Document sale starting date and time— 11 - 12- 2019 
at 10 a . m . 

EMD ( Online payment) 3 22,000 . 


ടെണ്ടർ ഫോമുകൾ 3 - 1- 2020 രാവിലെ 11 മണി വരെ 
പ്രവൃത്തി സമയങ്ങളിൽ ഓഫീസിൽ നിന്ന് ലഭിക്കുന്നതാണ്. 
ടെണ്ടർ ഫോറത്തിന്റെ വിലയായ 3 1,000 നിയമാനുസൃതമായ 
ജി . എസ്. റ്റി.- യും . ( 12 % 3 120 ) പകർപ്പ് ആവശ്യമുള്ളവർ 
ആയതിന്റെ വില യായ X 500 നിയ മാ നു സ ത മായ 
ജി . എസ്. റ്റി .- യും . (12 % 1 60 ) ഈ ആഫീസിൽ അടച്ച് 
ഓഫീസിൽ നിന്നും വാങ്ങേണ്ടതാണ്. ദർഘാസ് ഉള്ളടക്കം 
ചെയ്ത കവറിന് പുറത്ത് ദർഘാസ് നമ്പർ എ3-8860 /2019 - 20, 
സൂപ്രണ്ട്, സ്ത്രീകളുടെയും കുട്ടികളുടെയും ആശുപ്രതി 
തൈക്കാട് എന്നും രേഖപ്പെടുത്തിയിരിക്കണം. 

ദർഘാസുകൾ സമർപ്പിക്കേണ്ട അവസാന തീയതി 
3 - 1- 2020 ഉച്ചയ്ക്ക് 12 മണി വരെയാണ്. ദർഘാ സു കൾ 
അന്നേ ദിവസം ഉച്ചയ് ക്ക് 12 .30 - ന് സമർപ്പിച്ചിട്ടുള്ള 
വ്യക്തികളുടെയോ അവർ നിർദ്ദേശിക്കുന്ന വ്യക്തികളുടെയോ 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. ഏറ്റവും കുറഞ്ഞ തുക 
രേഖപ്പെടുത്തിയതും ആവശ്യമായ രേഖകൾ ഹാജരാക്കിയതുമായ 
ദർഘാസുകൾ സ്വീകരിക്കുന്നതാണ്. ദർഘാസുകൾ സ്വീകരിക്കു 
ന്ന തിനും നിര സി ക്കു ന്ന തി നു മുള്ള പൂർണ്ണ അധികാരം 
സൂപ ണ്ടിൽ നിക്ഷി പ് ത മാ യി രി ക്കും . സമർപ്പിക്കുന്ന 
ദർഘാസുകൾ ഈ ആശുപ്രതിയിൽ നിന്നും വാങ്ങിയിട്ടുള്ളതും 
പ്രസ്തുത ആശുപത്രിയിലെ മേലധികാരിയുടെ കയ്യൊപ്പും 
ഓഫീസ് മുദയും ഉള്ളതുമാ യിരിക്കണം. ദർഘാസുകൾ 
സമർപ്പിക്കുമ്പോൾ ? 200 വിലയുള്ളമുദ്ര പത്രത്തിലുള്ള 
ഉടമ്പടിയും ? 5,000 നിരതദ്രവ്യവുമായി സൂപ്രണ്ടിന്റെ പേരിൽ 
മാറാവുന്ന ദേശ സാൽകൃത ബാങ്കിൽ നിന്നുള്ള ഡിമാന്റ് 
ഡാറ്റുംഉള്ളടക്കം ചെയ്തിരിക്കണം. 

കരാറുകാരൻ സ്വന്തം ചെലവിൽ തന്നെ സാധനങ്ങൾ 
ആശു പതിയിൽ എത്തി ക്കേ ണ്ട തും ലോഡിം ഗ് , അൺ 
ലോഡിംഗ് ചാർജ്ജ് എന്നിവ സ്വയം നിർവ്വഹിക്കേണ്ടതും 
ആണ്. കരാറു കാ രൻ നിബ ന്ധ ന കൾക്ക് വിപ രീത മായി 
പ്രവർത്തിച്ചാൽ അപ്രകാരം സംഭവിക്കുന്നതുമൂലമുള്ള കഷ്ട 
നഷ്ടങ്ങൾ കരാറുകാരനിൽ നിന്നും തുക ഈടാക്കുന്നതിന് 
സൂപ്രണ്ടിന് അധികാരമുണ്ടായിരിക്കുന്നതുമാണ്. കൂടുതൽ 
വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ ഓഫീസിൽ നിന്നും 
അറിയാവുന്നതാണ്. 


Date and time of commencement of online bid 
submission — 11 -12 - 2019 at 11 a. m . 

Date and time of closing of online bid submission 
8- 1-2020 at 5 p. m . 

Date and time of opening of bid — 10 - 1 -2020 
at 2 .30 p . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only. Bidders are advised to 
visit downloads section of e - procurement website 
http :// etenders.kerala .gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online. 

1. BOQ duly filled up and signed . 
2. Technical data sheet duly filled up and signed . 
- ( a ) If any more information to be furnished , 

separate data sheet shall be attached for 
additional information . 


സ്ത്രീകളുടെയും കുട്ടികളുടെയും 
ആശുപത്രി, തൈക്കാട്, 
തിരുവനന്തപുരം. 


( ഒപ്പ്) 
സൂപ്രണ്ട്. 


(b ) Scanned copy of family curve , performance 

curve etc . should be attached . 
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3. E -payment form duly filled and signed . 
4. Proof of original manufacturers/authorized dealers 

attested copy of same. 
5. Scanned copy of preliminary agreement executed in 

Kerala Stamp Paper worth * 200 . 
6 . EMD exemption certificate ( if any ) should be 

submitted online. 
7. Other details if any required to be furnished in the 

special condition . 
8 . Form No. 14 duly filled and signed . 

Tender notice and Special condition of tender duly 
signed . 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening . 
The bidders shall submit the hard copy of the bid 
containing the documents as noted in the above paras in 
sealed envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical, O /o the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this Office on or 
before the time specified above. The envelope should be 
superscribed with tender No., due date and name of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , 
Mechanical, O /o the Chief Engineer, Mechanical, 
Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to net failure the tender will be 
opened in the next working day at same time and place . 


No. CE (MECH )/ T/23 / 2019 -20 . 11th December 2019 . 

The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e -tender in single cover system from the 
original manufacturer or their authorized dealers or for the 
“ Supply , Installation and Trial operation of Pulse Velocity 
Instrument with Touch Screen to C & S division of KHRI, 
Trivandrum ” . 

In accordance with respective specification for 
supply and trial running of the machines as shown in 
tender schedule of this tender document, the 
tender is to be submitted as e - tenders through 
http ://etenders.kerala . gov. in . Since this is an e -tender, only 
those bidders who have enrolled in the above portal with 
their own digital signature certificate (DSC ) can participate 
in the tender. E - tender document and other details can be 
obtained from the above portal. 

Cost of tender documents — * 1 , 200 + 10 % 
( Total 1,400 ). 

Document sale starting date and time— 12 - 12 - 2019 at 
10 a . m . 

EMD (Online payment) — 6 ,000 . 

Date and time of commencement of online bid 
submission — 12 - 12 - 2019 at 11 a . m . 


The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 


Date and time of closing of online bid submission 
18 -1 -2020 at 5 p. m . 

Date and time of opening of bid — 20 - 1 - 2020 
at 2 p . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e - procurement website 
http :// etenders.kerala .gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online. 

1. BOQ duly filled up and signed . 
2. E - payment form duly filled and signed . 
3. Proof of original manufacturers/authorized dealers 

attested copy of same. 
Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 
5. EMD exemption certificate (if any ) should be 

submitted online. 
Other details if any required to be furnished in the 

special condition . 
7 . Form No. 14 duly filled and signed . 
8 . Tender notice and Special condition of tender duly 

signed . 


+ 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
network issues , Traffic congestions etc . In this regard , 
the department shall not be responsible for any kind of 
such issues faced by the bidder. All the rules related to 
tender in Irrigation Department along with the rules and 
regulation prescribed for e- tenders by the Government of 
Kerala shall be applicable to this tender. 


o 


The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents. 
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Date and time of commencement of online bid 
submission — 12 - 12 - 2019 at 11 a. m . 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening . 
The bidders shall submit the hard copy of the bid 
containing the documents as noted in the above paras in 
sealed envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD 
(Mechanical), Thiruvananthapuram should reach in this 
office on or within 3 days after bid opening . 
The envelope should be superscribed with tender No ., 
due date and name of work . 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD (Mechanical), 
Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to net failure the tender will be 
opened in the next working day at same time and place . 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, (Mechanical) PWD , 
Thiruvananthapuram . The bidder is advised to submit the 
bids well before the stipulated date and time to avoid 
any kind of net work issues . In this regard , the 
department shall not be responsible for any kind of such 
issues faced by the bidder . All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e-tenders by the Government of 
Kerala shall be applicable to this tender. 


Date and time of closing of online bid submission 
18 -1- 2020 at 5 p . m . 

Date and time of opening of bid — 20 - 1- 2020 
at 2.30 p . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e - procurement website 
http ://etenders.kerala .gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online . 

1. BOQ duly filled up and signed . 
2. E -payment form duly filled and signed . 
3. Proof of original manufacturer /authorized 

dealers attested copy of same. 
4. Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth * 200. 
5. EMD exemption certificate (if any ) should be 

submitted online . 
6 . Other details if any required to be furnished in the 

special condition . 
7 . Form No. 14 duly filled and signed . 
8. Tender notice and Special condition of tender duly 

signed 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening . 
The bidders shall submit the hard copy of the bid 
containing the documents as noted in the above paras in 
sealed envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
(Mechanical) Thiruvananthapuram should reach in this 
office on or within 3 days after bid opening . 
The envelope should be superscribed with tender No., 
due date and Name of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , (Mechanical) 
Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to net failure the tender will be 
opened in the next working day at same time and place . 

The right to accept or reject of e - tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, (Mechanical) PWD , 
Thiruvananthapuram . The bidder is advised to submit the 
bids well before the stipulated date and time to avoid any 


( 3) 


No. CE (MECH )/ T /24 /2019 -20 . 


11th December 2019. 


The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e -tender in single cover system from the 
original manufacturer or their authorized dealers or for the 
“ Supply, Installation and Trial Operation of Advanced 
Rebar Locator and Cover Meter to C & S division of 
KHRI, Trivandrum ” . 

In accordance with respective specification for 
supply and trial running of the Machines as shown 
in tender schedule of this tender document, the 
tender is to be submitted as e - tenders through 
http :// etenders .kerala. gov.in . Since this is an e -tender, only 
those bidders who have enrolled in the above portal with 
their own digital signature certificate (DSC ) can participate 
in the tender. E -tender document and other details can be 
obtained from the above portal. 

EMD (Online payment) — 7,000 . 

Cost of tender documents — 1, 400 + 10 % 
( Total 1,600 ). 


Document sale starting date and time — 12 - 12 - 2019 
at 10 a . m . 
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kind of network issues . In this regard , the department 4 . Scanned copy of preliminary agreement executed 
shall not be responsible for any kind of such issues 

in Kerala Stamp Paper worth * 200 . 
faced by the bidder. All the rules related to tender in 

5. EMD exemption certificate (if any ) should be 
Irrigation Department along with the rules and regulation 

submitted online. 
prescribed for e -tenders by the Government of Kerala 

6 . Other details if any required to be furnished in the 
shall be applicable to this tender . 

special condition . 

7. Form No. 14 duly filled and signed . 
No.CE (MECH )/ T /25 /2019 -20 . 11th December 2019 . 

8. Tender notice and Special condition of tender duly 

signed . 
The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 

Hard copy of all the above documents should be 
Thiruvananthapuram for and on behalf of the Governor 

submitted on or within 3 days after bid opening . 
of Kerala invites e-tender in single cover system from 

The bidders shall submit the hard copy of the bid 

containing the documents as noted in the above paras in 
the original manufacturer or their authorized dealers for 
the “ Supply , Installation and Trial Operation of 1 No. of 

sealed envelope . The sealed envelope addressed to the 

Superintending Engineer & Deputy Chief Engineer, PWD 
Rapid Chloride Penetration Test Machine (3 cell) to C & 

(Mechanical), Thiruvananthapuram should reach in this 
S division of KHRI, Trivandrum ” . 

office on or within 3 days after bid opening. 
In accordance with respective specification for The envelope should be superscribed with tender No., 
supply and trial running of the machines as shown due date and Name of work . 
in tender schedule of this tender document , the 

Tenders will be opened online in the presence of 
tender is to be submitted as e - tenders through 

such bidders or their authorized representatives present at 
http :// etenders .kerala .gov.in . Since this is an e -tender, only 

the prescribed time of opening before the Superintending 
those bidders who have enrolled in the above portal with 

Engineer & Deputy Chief Engineer , PWD (Mechanical), 
their own digital signature certificate (DSC ) can 

Thiruvananthapuram . If date fixed for opening happens to 
participate in the tender. E -tender document and other 

be a holiday or due to Net failure the tender will be 
details can be obtained from the above portal . 

opened in the next working day at same time and place. 
EMD (Online payment)— 5 ,000 

The right to accept or reject of e -tender without 
Cost of tender documents — 1, 000 + 10 % assigning any reason is vested with the Superintending 
( Total 1,100 ). 

Engineer & Deputy Chief Engineer, (Mechanical) PWD , 

Thiruvananthapuram . The bidder is advised to submit the 
Document sale starting date and time — 12 - 12 -2019 at 

bids well before the stipulated date and time to avoid 
10 a . m . 

any kind of network issues . In this regard , the department 
Date and time of commencement of online bid 

shall not be responsible for any kind of such issues faced 
submission — 12 - 12 -2019 at 11 a . m . 

by the bidder. All the rules related to tender in Irrigation 

Department along with the rules and regulation prescribed 
Date and time of closing of online bid submission 

for e - tenders by the Government of Kerala shall be 
18 -1 - 2020 at 5 p. m . 

applicable to this tender. 
Date and time of opening of bid — 20 - 1 - 2020 
at 3 p . m . 

Bidders shall remit the tender document No. CE (MECH )/ T/26 / 2019- 20 . 11th December 2019 . 
fee and EMD using the online payment option of 

The Superintending Engineer & Deputy Chief 
e- procurement system only. Bidders are advised to 

Engineer, Mechanical, PWD , Irrigation Department, 
visit downloads section of e - procurement website 

Thiruvananthapuram for and on behalf of the Governor 
http ://etenders.kerala .gov .in for detailed instructions on 

of Kerala invites e -tender in single cover system from the 
making online payment using internet banking facility of original manufacture or their authorized dealers for the 
SBI or by NEFT facility . In the bid , the following “ Supply, Installation and Trial Operation of 1 No. of Hot 
documents should be submitted by online . 

Air Oven to C & S division of KHRI, Trivandrum ” . 
1. BOQ duly filled up and signed . 

In accordance with respective specification for 
2. E -payment form duly filled and signed . 

supply and trial running of the machines as shown 

in tender schedule of this tender document, the 
3. Proof of original manufacturer /authorized dealers tender is to be submitted as e -tenders through 
attested copy of same. 

http :// etenders.kerala . gov. in . Since this is an e -tender, only 
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those bidders who have enrolled in the above portal with Thiruvananthapuram . If date fixed for opening happens to 
their own Digital Signature Certificate (DSC ) can be a holiday or due to Net failure the tender will be 
participate in the tender. E -tender document and other opened in the next working day at same time and place . 
details can be obtained from the above portal. 

The right to accept or reject of e- tender without 
EMD (Online payment) — 5,000 . 

assigning any reason is vested with the Superintending 

Engineer & Deputy Chief Engineer Mechanical PWD , 
Cost of tender documents — 1,000 + 10 % 

Thiruvananthapuram . The bidder is advised to submit the 
( Total 1, 100 ). 

bids well before the stipulated date and time to avoid any 
Document sale starting date and time— 12 -12 -2019 kind of network issues. In this regard , the department 
at 10 a . m . 

shall not be responsible for any kind of such issues faced 

by the bidder. All the rules related to tender in Irrigation 
Date and time of commencement of online bid 

Department along with the rules and regulation prescribed 
submission — 12 -12- 2019 at 11 a . m . 

for e -tenders by the Government of Kerala shall be 
Date and time of closing of online bid submission applicable to this tender. 
18 -1- 2020 at 5 p . m . 

Date and time of opening of bid — 20 - 1 - 2020 
at 3. 30 p. m . 

No. CE (MECH )/ T /27 /2019 - 20 . 11th December 2019 . 
Bidders shall remit the tender document The Superintending Engineer & Deputy Chief 
fee and EMD using the online payment option of 

Engineer, Mechanical, PWD , Irrigation Department, 
e - procurement system only . Bidders are advised to 

Thiruvananthapuram for and on behalf of the Governor 
visit downloads section of e -procurement website 

of Kerala invites e - tender in single cover system from the 
http :// etenders .kerala . gov .in for detailed instructions on 

original manufacturers or their authorized dealers for the 
making online payment using internet banking facility of 

“ Supply , Installation and Trial Operation of 1 No . 
SBI or by NEFT facility. In the bid , the following 

Humidity Chamber to C & S division of KHRI, 

Trivandrum ” . 
documents should be submitted by online . 
1. BOQ duly filled up and signed . 

In accordance with respective specification for 

supply and trial running of the machines as shown 
2 . E -payment form duly filled and signed . 

in tender schedule of this tender document, the tender 
3. Proof of original manufacturer /authorized 

is to be submitted as e - tenders through 
dealers attested copy of same. 

http :// etenders .kerala . gov.in . Since this is an e -tender, only 

those bidders who have enrolled in the above portal with 
Scanned copy of preliminary agreement executed 

their own Digital Signature Certificate (DSC ) can 
in Kerala Stamp Paper worth 200 . 

participate in the tender. E - tender document and other 
5. EMD exemption certificate (if any) should be 

details can be obtained from the above portal. 
submitted online. 

EMD (Online payment) — 8 ,000 . 
6 . Other details if any required to be furnished in the 
special condition . 

Cost of tender documents — 1 ,600 + 10 % 

( Total * 1,800 ). 
7. Form No . 14 duly filled and signed . 
8 . Tender notice and Special condition of tender duly 

Document sale starting date and time — 12 - 12 - 2019 
signed . 

at 10 a . m . 
Hard copy of all the above documents should be 

Date and time of commencement of online bid 
submitted on or within 3 days after bid opening . 

submission — 12 - 12 - 2019 at 11 a . m . 
The bidders shall submit the hard copy of the bid Date and time of closing of online bid submission 
containing the documents as noted in the above paras in 18 -1 -2020 at 5 p. m . 
sealed envelope . The sealed envelope addressed to the 

Date and time of opening of bid — 21 - 1 - 2020 
Superintending Engineer & Deputy Chief Engineer, PWD 

at 2 p . m . 
(Mechanical), Thiruvananthapuram should reach in this 
office on or within 3 days after bid opening . 

Bidders shall remit the tender document 
The envelope should be superscribed with tender No., 

fee and EMD using the online payment option of 
due date and Name of work . 

e - procurement system only . Bidders are advised to 

visit downloads section of e - procurement website 
Tenders will be opened online in the presence of http ://etenders.kerala .gov.in for detailed instructions on 
such bidders or their authorized representatives present at making online payment using internet banking facility of 
the prescribed time of opening before the Superintending SBI or by NEFT facility . In the bid , the following 
Engineer & Deputy Chief Engineer, PWD (Mechanical), documents should be submitted by online . 
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1. BOQ duly filled up and signed . 

In accordance with respective specification for 
2. E -payment form duly filled and signed . 

supply and trial running of the machines as shown 

in tender schedule of this tender document, the tender 
3. Proof of original manufacturers /authorized is to be submitted as e - tenders through 
dealers attested copy of same. 

http :// etenders. kerala . gov .in . Since this is an e -tender, only 
4 . Scanned copy of preliminary agreement executed those bidders who have enrolled in the above portal with 
in Kerala Stamp Paper worth 200 . 

their own Digital Signature Certificate (DSC ) can 
EMD exemption certificate (if any ) should be 

participate in the tender. E - tender document and other 
submitted online . 

details can be obtained from the above portal. 
6 . Other details if any required to be furnished in the 

EMD (Online payment) — 5,500 . 
special condition . 

Cost of tender documents — 1 , 100 + 10 % ( Total 
7 . Form No. 14 duly filled and signed . 

1,200 ). 
8. Tender notice and Special condition of tender duly 

Document sale starting date and time — 12 - 12 - 2019 
signed . 

at 10 a . m . 
Hard copy of all the above documents should be 

Date and time of commencement of online bid 
submitted on or within 3 days after bid opening. 

submission — 12 - 12 - 2019 at 11 a. m . 
The bidders shall submit the hard copy of the bid 
containing the documents as noted in the above paras in 

Date and time of closing of online bid submission 
sealed envelope . The sealed envelope addressed to the 18 - 1- 2020 at 5 p . m . 
Superintending Engineer & Deputy Chief Engineer, PWD 

Date and time of opening of bid - 21- 1- 2020 
(Mechanical), Thiruvananthapuram should reach in this 

at 3 p . m . 
[ ffice on or within 3 days after bid opening. 
The envelope should be superscribed with tender No., 

Bidders shall remit the tender document 
due date and Name of work . 

fee and EMD using the online payment option of 

e -procurement system only . Bidders are advised to 
Tenders will be opened online in the presence of 

visit downloads section of e - procurement website 
such bidders or their authorized representatives present at 

http ://etenders.kerala . gov.in for detailed instructions on 
the prescribed time of opening before the Superintending 

making online payment using internet banking facility of 
Engineer & Deputy Chief Engineer , PWD (Mechanical), 

SBI or by NEFT facility . In the bid , the following 
Thiruvananthapuram . If date fixed for opening happens to 

documents should be submitted by online. 
be a holiday or due to Net failure the tender will be 
opened in the next working day at same time and place . 1. BOQ duly filled up and signed . 
The right to accept or reject of e -tender without 

2. E -payment form duly filled and signed . 
assigning any reason is vested with the Superintending 3. Proof of original manufacturer / authorized 
Engineer & Deputy Chief Engineer (Mechanical), PWD , 

dealers attested copy of same. 
Thiruvananthapuram . The bidder is advised to submit the 

4 . Scanned copy of preliminary agreement executed 
bids well before the stipulated date and time to avoid any 

in Kerala Stamp Paper worth 200 . 
kind of network issues . In this regard , the department 
shall not be responsible for any kind of such issues faced 

5. EMD exemption certificate (if any ) should be 
by the bidder. All the rules related to tender in Irrigation 

submitted online . 
Department along with the rules and regulation prescribed 6 . Other details if any required to be furnished in the 
for e - tenders by the Government of Kerala shall be 

special condition . 
applicable to this tender. 

7. Form No . 14 duly filled and signed . 
8. Tender notice and Special condition of tender duly 

signed . 
No . CE (MECH )/T /28/2019-20. 11th December 2019 . 

Hard copy of all the above documents should be 
The Superintending Engineer & Deputy Chief submitted on or within 3 days after bid opening. 
Engineer, Mechanical, PWD , Irrigation Department , The bidders shall submit the hard copy of the bid 
Thiruvananthapuram for and on behalf of the Governor containing the documents as noted in the above paras in 
of Kerala invites e- tender in single cover system from the sealed envelope . The sealed envelope addressed to the 
original manufacturers or their authorized dealers for the Superintending Engineer & Deputy Chief Engineer, PWD , 
“ Supply, Installation and Trial Operation of 1 No. Compact (Mechanical) Thiruvananthapuram should reach in this 
Digital Rebound Hammer, 1 No. Crack width Microscope office on or within 3 days after bid opening. 
and 1 No. Motorized Heavy duty core drilling machine to The envelope should be superscribed with tender No., 
C & S division of KHRI, Trivandrum ”. 

due date and Name of work . 
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Tenders will be opened online in the presence of തീയതിക്കുശേഷം ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . 
such bidders or their authorized representatives present at ദർഘാസുകൾ മേൽസൂ ചിപ്പിച്ച ദിവസം കൃത്യ സമയത്ത് 
the prescribed time of opening before the Superintending ദർഘാസുകാരന്റെയോ അംഗീകൃത പ്രതിനിധിയുടെയോ സാന്നി 
Engineer & Deputy Chief Engineer, PWD ( Mechanical), ദ്ധ്യത്തിൽ തുറക്കപ്പെടും. തപാലിൽ ലഭിക്കുന്ന ദർഘാസ് 
Thiruvananthapuram . If date fixed for opening happens to ഫോറത്തിന്റെ വിലയായി മണിയോർഡർ ഒഴികെ മറ്റൊന്നും 
be a holiday or due to Net failure the tender will be സ്വീകരിക്കുന്നതല്ല. 
opened in the next working day at same time and place . 

? 200 വിലയുള്ള കേരള സർക്കാർ മുദ്രപത്ര ത്തിൽ 
The right to accept or reject of e -tender without നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രം വാഗ്ദത്തതുകയുടെ 
assigning any reason is vested with the Superintending ഒരു ശതമാനം നിരതദ്രവ്യത്തോടു കൂടി ദർഘാസിനൊപ്പം 
Engineer & Deputy Chief Engineer, Mechanical, PWD , സമർപ്പിക്കേണ്ടതാണ്. 
Thiruvananthapuram . The bidder is advised to submit the 

കൂടുതൽ വിവരങ്ങൾ ആഫീസിൽ നിന്നും പ്രവർത്തി 
bids well before the stipulated date and time to avoid any 

ദിവസങ്ങളിൽ ലഭിക്കുന്നതാണ്. 
kind of network issues . In this regard , the department 
shall not be responsible for any kind of such issues faced 

No . G5/9502 /2019/ MCHTSR . 4th December 2019 . 
by the bidder. All the rules related to tender in Irrigation 
Department along with the rules and regulation prescribed Sealed tenders are invited for the Supply of 
for e - tenders by the Government of Kerala shall be Computer Consumables for Central Lab Govt. Medical 
applicable to this tender. 

College Hospital, Mulankunnathukavu , Thrissur. 
The envelope containing the tender should bear the 

superscription “ Tender for the Supply of Computer 

( Sd.) 
Office of the Chief Engineer 

Consumables for Central Lab ” and should be addressed 
( Mechanical), Superintending Engineer 

to the Superintendent, Medical College Hospital, 
Thiruvananthapuram . and Deputy Chief Engineer 

Mulankunnathukavu , Thrissur -680 596 . PAC will be 
2, 50, 000 . 

Last date and time for issue of tender form 
Medical Education Department 

6 -1- 2020, 3 p . m . 
ലഘു ദർഘാസ് പരസ്യം 

Last date and time for receipt of tenders — 7 - 1- 2020 , 

4 p . m . (Late tenders will not be accepted ). 
നമ്പർ ജി5 / 9502/ 2019 / മെ. കോ . ആ .തൃശ്ശൂർ. 2019 ഡിസംബർ 4. 

- Date and time of opening of tender - 8 - 1- 2020 , 3 p . m . 
- തൃശ്ശൂർ ഗവ . മെഡിക്കൽ കോളേജ് ആശുപത്രിയിലെ 
സെൻട്രൽ ലാബിലേക്ക് ആവശ്യമായ കംപ്യൂട്ടർ സ്റ്റേഷനറി 

The tenders will be opened in the presence of such 
വിതരണം ചെയ്യുന്നതിന് നിർമ്മാതാക്കളിൽ നിന്നോ അംഗീകൃത tenderers or their authorized representatives who may be 
വിതരണക്കാരിൽ നിന്നോ മുദ്രവെച്ചതും മത്സരാധിഷ്ടിതവുമായ present at that time. 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

Intending tenderers may obtain the requisite tender 
അടങ്കൽ തുക - 2,50,000 . 

forms on which tenders should be submitted from this 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

office by remitting ? 595 (8 500 + GST 3 90 + Flood Cess 
അസ്സൽ ? 595. 

? 5) which is the price fixed for a form /set of forms and 
ഡ്യൂപ്ലിക്കേറ്റ് ? 298 . 

which is not refundable under any circumstances . 
നിരതദ്രവ്യം - ടെൻഡർ തുകയുടെ1 %. 

The tender forms are not transferable. Cheques, Postage 
ദർഘാസ് ഫോറം നേരിട്ട് ലഭിക്കുന്ന അ വ സാന 

Stamp etc ., will not be accepted towards the cost of form 
തീയതിയും സമയവും - 6 - 1- 2020 , 3 മണി. 

nor will the forms be sent per V . P. P. Duplicate tender 
- ദർ ഘാസ് സ്വീക രിക്കുന്ന അ വ സാന തീയതിയും 

from, if required will be issued at 3 298 (8 250 + GST 
സമയവും - 7 - 1- 2020, 4 മണി. 

? 45 + Flood Cess ? 3) per copy. 
ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 

Tenders should be accompanied by Earnest Money 
8 - 1- 2020, 3 മണി. 

Deposit (EMD ) which is 1 % of the bid amount (Minimum 
തുക നിശ്ചിതമായി നിൽക്കേണ്ട തീയതി - 31- 3 - 2020. 

? 1 , 500 ) and an agreement in Kerala Stamp Paper worth 
- ദർഘാസുകൾ “ സെൻട്രൽ ലാബിലേക്ക് ആവശ്യമായ 

* 200 . Further details can be had from the office during 
കംപ്യൂട്ടർ സ്റ്റേഷനറി വിതരണം ചെയ്യുന്നതിനുള്ള ദർഘാസ് 
എന്ന മേലെഴുത്തോടുകൂടി നേരിട്ട് നൽകുകയോ സൂപ്രണ്ട്, 

working hours. 
ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ് ആ ശു പ്രതി, 
മുളംകുന്നത്തുകാവ്, തൃശ്ശൂർ- 680 596 എന്ന വിലാസത്തിൽ Govt. Medical College Hospital , 

( Sd .) 
അയ യ കയോ ചെയ്യേണ്ട താ കു ന്നു . നിശ്ചിത Mulankunnathukavu , Thrissur. 

Superintendent. 
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-- പൂ രി പ്പിച്ച ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന 
തീയതിയും സമയവും 8-1-2020, 11 മണി. 

- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും- 9 - 1- 2020, 
11 മണി. 


ദർഘാസ് ദീർഘിപ്പിക്കൽ പരസ്യം 
നമ്പർ എസ്/ 1744/2017 / സി .എൻ. സി. 2019 ഡിസംബർ 21. 
- കോഴിക്കോട് ഗവൺമെന്റ് നഴ്സിംഗ് കോളേജിലെ 
ലൈബ്രറിയിലേക്ക് ആവശ്യമായ മെറ്റൽ ബുക്ക് ഷെൽഫ് 
വിതരണം ചെയ്യുന്നതിന് ഇതേ നമ്പറിൽ തീയതി 31- 10 - 2019 - ൽ 
ദർ ഘാ സു കൾ ക്ഷണിച്ചിരു ന്നു . 13 - 12 - 2019 രാവിലെ 
11.30 - ന് തുറക്കേണ്ടിയിരുന്ന നിശ്ചിത കാലയളവിനുള്ളിൽ 
ടെണ്ടറുകൾ ലഭിക്കാത്തതിനാൽ ഈ ദർഘാസ് സമർപ്പിക്കുന്ന 
തി നുള്ള സമയ പരിധി തീയതി 3 - 1 - 2020 , 4 മണിവരെ 
നീട്ടിയിരിക്കുന്നു . ദർഘാസുകൾ 4 - 1- 2020 തീയതി രാവിലെ 
11.30 - ന് തുറക്കുന്നതാണ്. 

അടങ്കൽ തുക ? 2,00,000. 
മറ്റ് വ്യവസ്ഥകൾക്ക് മാറ്റമുണ്ടായിരിക്കുന്നതല്ല. 


മുകളിൽ പ്രസ്താവിച്ച ദർഘാസ് ഫോറത്തിന്റെ വില 
- എല്ലാ നികുതിയും ഉൾപ്പെടെയാണ്. 

ദർഘാസ് നമ്പർ, തീയതി എന്നിവ രേഖപ്പെടുത്തി, 
മുദവെച്ച കവ റു കൾ, പിൻ സി പ്പാൾ, രാജീവ് ഗാന്ധി 
ഇൻസ്റ്റിറ്റ്യൂട്ട് ഓഫ് ടെക്നോളജി, വെള്ളൂർ പി . ഒ., പാമ്പാടി, 
കോട്ടയം - 686 501, e - mail info @ rit.ac.in , Phone-04812507763 
എന്ന മേൽവിലാസത്തിൽ അയക്കേണ്ടതാണ്. താമസിച്ചു 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കു ന്നതല്ല. ദർഘാസ് 

ഫോറങ്ങൾ എല്ലാ പ്രവർത്തി ദിവസങ്ങളിലും രാവിലെ 9. 30 
മുതൽ വൈകുന്നേരം 3 മണിവരെ ഓഫീസിൽ നിന്നും 
ലഭിക്കുന്നതാണ്. 

- ഒറി ജി നൽ ദ ർ ഘാസ് ഫോറ ത്തോ ടൊപ്പം ആക 
- വിലയുടെ 1 % നിര ത ദ വ്യവും ? 220 വിലയുള്ള കേരള 
മുദ്രപത്രത്തിൽ പ്രാഥമിക കരാർ പത്രവും ഉണ്ടായിരിക്കേണ്ട 
താ ണ്. ഇവ ഇല്ലാത്ത ദർഘാ സു കൾ നിരു പാ ധികം 
നിരസിക്കുന്നതാണ്. 

ദർഘാസ് തുറക്കുന്ന തീയതി മുതൽ ഒരു വർഷം വരെ 
വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. ദർഘാസ് 
പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 


No. S/1744 /2019/ CNC . 

21st December 2019 . 
Tenders were invited for the supply of Metal Book 
Shelves for Govt. Nursing College Library, Kozhikode vide 
tender notice of even No. S / 1744 / 2019 /CNC , dated 
31- 10 -2019 and the scheduled for opening at 11.30 a. m . 
on as 13- 12 -2019 . As tenders are not received within the 
stipulated time for submission of tender is further 
extended upto 4 p . m . on 3 - 1- 2020 . The tenders will be 
opened at 11 .30 a . m . on 4- 1 - 2020 . 
| PAC 7 2 ,00,000. 

All the other conditions will remain the same as in 
the tender notice . 


No, D1- 2554/ 2019/ RIT. 


- 


1st December 2019 . 


Govt. College of Nursing , 
Kozhikode-8 . 


(Sd .) 
Principal. 


Sealed tenders are invited for the supply of Circular 
Prism and Prism Pole for Civil Engineering Department of 
Rajiv Gandhi Institute of Technology, Kottayam. 

Total Estimated Cost _ R 1 , 44, 000. 
Cost of tender form ( Including GST): 

Original — 472 . 
Duplicate 7 236. 
By Post 7 507 ( 472 + 3 35). 


Technical Education Department 


ലഘു ദർഘാസ് പരസ്യം 


നമ്പർ ഡി1- 2554 /2017 /ആർ. ഐ . റ്റി. 


2019 ഡിസംബർ 1. 


Last date and time of sale of tender form 
7 -1 - 2020 , 11 a. m . 


കോട്ടയം രാജീവ്ഗാന്ധി ഇൻസ്റ്റിറ്റ്യൂട്ട് ഓഫ് 
ടെക്നോളജിയിലെ സിവിൽ എഞ്ചിനീയറിംഗ് വിഭാഗത്തിലെ 
ഉപയോഗത്തിനായി സർക്കുലാർ പിസവും പിസം പോളും 
നൽകുന്നതിന് താൽപര്യമുള്ള അംഗീകൃത സ്ഥാപനങ്ങളിൽ 
നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


Last date and time for receipt of tender 
8 - 1- 2020, 11 a . m . 

Date and time of opening of tender — 9 - 1- 2020 , 
11 a . m . 


അടങ്കൽ തുക ? 1,44,000. 


ദർഘാസ് ഫോറത്തിന്റെ വില ( GST ഉൾപ്പെടെ) : 


അസ്സൽ ? 472. 


പകർപ്പ് -1 236. 
തപാൽ വഴി 7 507 (1 472 + X 35 ). 


Intending tenderers may on application to the 
undersigned obtain the requisite tender form on which 
tenders to be submitted . Application for the tender form 
should be accompanied by a remittance of above prices 
fixed for the same and which is non refundable under any 
circumstances . The tender forms are not transferable . Cost 
of tender form is only acceptable by money order or cash 
remittance to the office . As per condition the tenderer 


- ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 7 - 1- 2020, 11 മണി. 
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should send along with this tender an agreement executed 
and signed in Kerala Stamp Paper of value of 3 220 and 
Earnest money deposit, 1 % of the total cost of articles 
tendered . Tenders without agreement, tender form and 
Earnest money deposit will be rejected . 


LIST OF ITEMS 


- ദർഘാസ് വില പണമായിട്ടോ മണിയോർഡർ ആയിട്ടോ 
മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. ദർഘാസ് നമ്പർ, തീയതി 
എന്നിവ രേഖ പ്പെടുത്തിമുദ്രവച്ച കവറു കൾ സൂപ ണ്ട്, 
ഗവ. ടെക്നിക്കൽ ഹൈസ്കൂൾ, ചെറുവത്തൂർ, കാസർഗോഡ് 
എന്ന മേൽവിലാസത്തിൽ അയക്കേണ്ടതാണ്. താമസിച്ചു 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല . ഒറിജിനൽ 
ദർഘാസ് ( പമാ ണത്തോ ടൊപ്പം ആകെ വില യുടെ 1 % 
- നിരതദ വ്യവും ? 200 വിലയുള്ള കേരള മുദ്രപ്പത്രത്തിൽ 
പ്രാഥമിക കരാർ പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. 

- ദർഘാസ് തുറക്കുന്ന തീയതി മുതൽ ആറുമാസം വരെ 
വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. ദർഘാസ് 
പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 
No.D4/ 6642019 . 

3rd December 2019 . 


Item Details 


No . of 
Items 


- No. 


Circular prism with holder : 
1 - Circular prism , sealed in red polymer holder 


4 


Sealed tenders are invited for the supply of 5 KVA 
UPS (10 Batteries) buy back scheme of Govt. Technical 
High School, Cheruvathur. 


2 


- Large integrated target plate 
-Centring accuracy 2 .0 mm 

range 2500m ( 8,200 ft) 
Prism pole : 
Telescopic aluminum prism pole, - 
2.15m/ 7. 05 long, ft and cm graduations, 
with bubble 


4 


Tender No. - 04/ 2019 . 


Approximate Cost _ R 2 ,60 ,000 . 
Cost of tender form : 


Original 


? 600 + 18 % G . S . T. 


Rajiv Gandhi Institute of Technology, 
Kottayam - 686 501 . 


( Sd.) 
Principal . 


Duplicate _ X 300 + 18 % G. S . T . 
By Post (Original) — 600 + 18 % G . S . T. 

+ 3 27. 


ലഘു ദർഘാസ് പരസ്യം 


Last date and time of sale of tender form 
6 - 1 - 2020 , 11 a. m . 


നമ്പർ ഡി4/ 664/ 2019. 


2019 ഡിസംബർ 3. 


Last date and time of receipt of tender 
6 - 1- 2020 , 12 Noon . 


- ചെറു വ ത്തൂർ ഗവ . ടെക്നിക്കൽ ഹൈസ്ക്കൂ ളിലെ 
BOUCOJOMIcelanol 5 KVA UPS ( 10 Batteries ) buy back 
scheme- ൽ വിതരണം ചെയ്യാൻ താൽപ്പര്യമുള്ള സ്ഥാപനങ്ങളിൽ 
നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


Date and time of opening of tender — 6 - 1 - 2020 , 
1 p . m . 


ദർഘാസ് നമ്പർ 04 / 2019 . 


അടങ്കൽ തുക - 2,60,000. 


ദർഘാസ് ഫോറത്തിന്റെ വില : 


അസ്സൽ _ R 600 + 18 % ജി . എസ്. ടി. 


പകർപ്പ്- 300 + 18 % ജി . എസ്. ടി. 


Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders to be submitted . Application for the tender form 
should be accompanied by a remittance of above prices 
fixed for the same and which is non refundable under any 
circumstances . The tender forms are not transferable. Cost 
of tender form is only accepted by Money Order or cash 
remittance to this office . As per condition the tenderer 
should send along with his tender an agreement executed 
and signed in Kerala Stamp Paper value of 200 and 
Earnest Money Deposit 1 % of the total cost of articles 
tenderered . Tenders without agreement tender form and 
Earnest Money Deposit will be rejected . 


തപാൽ വഴി ? 600 + 18 % ജി . എസ്. ടി . 

+ ? 27. 


- ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പ നയുടെ അവ സാന 
തീയതിയും സമയവും - 6 - 1- 2020, 11 മണി. 


- ദർഘാസ് സ്വീകരിക്കുന്ന അ വ സാന തീയതിയും 
സമയവും - 6 - 1- 2020, 12 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 6-1-2020, 
1 മണി. 


- Technical Specification 5KVA - 1 No. with 4 hours 
Battery Backup 


Gaz. No. 52 / 2019/DTP ( Stores Purchase ). 


- 
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[PART III 


KERALA GAZETTE 

(1) 
Quantity 


Sl. 
No . 


( 3 ) 


Technical 
Specification 


(2) 


11 


(1 ) 


(2 ) 


( 3) 


Voltage Harmonics 
( Thdv ) 


< 3 % 


1 


Technology 


12 


Efficiency 


> 90 % 


True Online UPS -IGBT 
Technology 
ISO 9001:2015 , ISO 14001 


Overload Capability 


2 


Certification 


At 25 % load 10 Minutes , 
150 % Load 1 Minutes 


Input 


120V 


230V +/- 20 % 


14 
19 


DC Voltage 
Warranty 


3 
4 
5 


> 0 . 90 


Onsite 5 Years for Entire 
UPS System 


< 5 % 


Input Voltage 
Power Factor 
Current Harmonics 
( Thải) 
Output 
Voltage 


Battery with Suitable Stand 


20 


Tubular Battery 


6 


+ 


230V ( 1 Phase + N 
Ground ), 50Hz 
Galvanic Isolation 
Transformer 


10 Nos. 12v Battery, 200 ah 
C10 range EL Series Hadi 
high presure Casting 
Tubular Bateries 


7 


Isolation 


21 


Certification 


ISO 9001, ISO 14001 


22 


Warranty 


5 Years replacement warranty 


8 
9 
10 


Voltage Regulation 1 % 
Frequency Regulation 0.01 % 
Power Factor 

0 .8 (4000W ) 


Government Technical High School, 
Cheruvathur. 


(Sd.) 
Superintendent. 
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